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COMOR-D-7/44 


7 JAN 
0 1966 


MANUAL FOR SANITIZATION, DECONTROL, AND DOWNGRADING 


l. Attached is a revision of the Sanitization Manual 
(COMOR-D-7/1). This revision does not contain instructions 
covering sanitization, decontrol, and downgrading of SIGINT or 


25X11 TALENT ares These will be published 
later either as addenda to the appropriate annexcs or as scparate 


annexes, 


2. This Manual was forwarded to USIB on 3 November 
(USIB-D-41.12/16; COMOR-D-7/44) and was noted by the Board 
on 17 November 1965. 


Chairman 
Committee on Overhead Reconnaissance 
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